Practical Free Energy A Crystal Battery 

2 USB Power Banks Free Energy (Retarded) 

Micro USB/USB cable 

+RB- 

+PW- 

1.5*3 4.5, 5V differential 

Thick Alligator Clip Wires - Stick lead wires in Multimeter 
HDD Computer Magnets 
Neodymium Jewelry Magnets 
Crystal Batteries 

Potentiometer | 50 K ohm (fine tune voltage) 

3-more C Cells D Cells Bats 
9 v battery clips + Bats 
When low many in series 
30 is Free Energy (dead bats) 

Astro AIAM33D Shitty Multimeter 
20VDC Setting 

Tape Multimeter leads Together DUCK TAPE 
zn cu crystal bats 
More+More in series when low 

Solder USB Cable Wires to back of leads that are Duck Tapped 
Together (Very Easy) 

The Batteries later die and become low power Crystal Batteries The 
Alkalines. 

The More in Series to a Potentiometer 50 K ohm the more amp 
hours. 

Crystal Batteries can be made from Epsom Salt, Blorax, water, a 
Silver screw or nail, and a copper pipe. Many in series about 30 to 
run say a Netbook Computer. 



